CENTRAL INTELLIGENCE GROUP 

C.I.G, PERSONNEL ORDER NO, 4 
Reference; C.I.G, Personnel Order No. X 

The following interim appointmentq, in addition to those 
contained in C.I.G, Personnel Order No. 1, are effective as 
of this date: 

MR. JUDSON H. LIGHTSEY, Personnel Officer, vice 
Mr. William G. Tharp relieved. 

LT. COLONEL CLAUDE D. BARTON, Security Officer 
for the Central Intelligence Group. 


SIDNEY W. SOUERS, 
Director. 


Distrihution: 

intelligence Advisory Board 
All C.I.G, Personnel 


APPROVED FOR RELEASED DATE: 
26-Aua-2008 
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